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UNITED STATES DEPARTMENT OF AGRICULTURE 5 ' 
RURAL ELECTRIFICATION ADMINISTRATION 


O4S ANNUAL STATISTICAL REPORT 


ALLOTMENT, CONSTRUCTION, OPERATING AND FINANCIAL STATISTICS 
OF REA-FINANCED Systems — DECEMBER 31, 1943 


“report presents stenierical data on the lending program of the Rural Electri-. 
Administration and on the financial! and operating status of REA-financed rural 
systems. Al! data on the operations of the systems are based on reports submit— 
y borrowers and are: subject to possible revision as the result of future audits and 
ments. The report is arranged as follows: 


Introduction and Summary. 

Statistical Summary of the Federal Rural Electrification Program— 
National Totals through December 31, 1943. 

Allotment, Construction, Operating and Financial Data by States. 
Allotment, Construction, Operating and Financial Data by Borrowers. 


INTRODUCTION AND SUMMARY 


A LENDING ACTIVITIES - As of December 31, 1943, REA had made allotments to 873 
S, consisting of 800 cooperatives, 53 public bodies and 20 private uti tities. © 
fotments on that date amounted to $473,741,747 of which $13,274,018 represented 
tions during 1943. Ofthe total netallotments — approximately 89% — $419,820, 140 
en made for distribution systems, involving 424,637 miles of line to serve 1,381, 164 
3 and rural establishments. A total of $42,995,144 had been allotted for genera- 
transmission facilities, and $10,926,463 to finance consumer installations and 
a} pee an locker plants. 


ie Perisriced by REA under these allotments amounted to $378,496,489 on December 31, 
‘of which $14,172,293 was advanced during 1943. 


OWER REPAYMENTS - In recognition of the fact that electric utilities require a 
f time to develop to a level of operating stability, REA loans generally have been 
the following 25-year amortization plan: accumulation of interest for .30 months 
date of the note; payment of interest on accumulated interest and principal from 
| months, and payment of principal and interest, from 49 months:to the end of the 
period at an increasing monthly rate which varies from $3.00.per $!1"000 during the 
from 49 to 60 months to approximately $4.35 per $1,000" after 85 months. . ™ 


yments by REA borrowers as a group in relation to the amounts due under repayment 
ai are shown in the Statistical Summary on Page Vjunder the heading "Borrowers! 
: in Chart I on page £7. As of December 31, 1943 borrowers had made payments. 
Be principal totaling $60,940,741 in comparison to $45,986,394 due. Prin- 
cid alone totaled $31,302,737 of which 49 per cent, or $15,229,508, represented 

5 in advance of due dates. Total delinquency on Koaris was less than one-half of 
cent of all interest and principal due at the end of 1943. 


PAYMENTS OF INTEREST & PRINCIPAL ON REA LOANS 
CUMULATIVE TOTALS — JUNE 1940 TO DEC. I943 


(INCLUDES NOTES PAID IN FULL) 


$36,293,37% 
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$ 25,663,345 . cy 
oo met | 
AMOUNTS 7 $20,442,265 _. en 
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BORROWER OPERATIONS - GENERAL PROGRESS 


At the close of 1943, 8I1! REA borrowers located in 46 states, Alaska and the V. ) 
islands had rural electric systems in operation. Of these, 803 were primarily distri 
bution systems, the balance consisting of generation and transmission facil ta 
ie eam 
During the month of December 1943, |,087,80! farms and rural establishments r 
electric service from 389,402 miles of line operated by REA borrowers. This repr 
a net increase of 75,517 consumers and 12,043 miles of lIine over the same month of 
The increase during 1943 reflected primarily the construction of facilities to ser 
sumers qualifying under government war regulations; a minor part of the increase r 
from acquisitions by REA borrowers of existing smal utility properties located 
areas. 


: | [-< *s systema 
Mileage 5 % of Consumer 7, 


OQ - 199 


200 — 399 
400 -— 599 
600 = 799 
800 — 999 
1000 & Over 
TOTAL 803 


er: | III 


's of interest to note from Table I that the typical REA-financed distribution 
: insisted of 430 miles of line serving 1,110 consumers as of the end of 1943, and 
rox imate | y 70 per cent of all systems consisted of less than 600 miles of line 
1,500 consumers. 


hough REA-financed rural power lines primarily serve farms, these lines bring the 
s of electric power to many other types of rural establishments. Schools, churches, 
stores and rural industries such as food proc— 


BEE eEONSUMER CLASSES|ON REA-FINANCED @ssing plants, imines, etc.) are typical of 


LINES — 1943. these non-farm rural establishments receiving 

service. Table II indicates the proportion of 

Per Cent of Total farms, non-farm residences, and commercial and 

Consumers industrial users served as of December 3l, 

1943. Although the percentages vary widely 

ae. 77 from system to system and from state to state, 
arm Residential 3 the data for the nation as a whole indicate 
reial, |ndustrial 9 that approximately 77% of all consumers served 
Governmental by REA-financed systems were farms, 14% non— 
100 farm residential and 9% commercial, industrial 


and governmental. 


Trends in operating statistics continue to indicate that borrowers are progressing 
rd a level of financial stability which will enable them to meet from their revenues 
xpenses and to establish the necessary reserves to amortize the capital sums lent by 
‘Federal Government. The following table presents median averages of REA-financed 
tems by age groups, based on the average age of the miles of distribution |ine compris— 
he systems. The progressive development of the systems with time is illustrated by 
trends shown in this table. It will be noted that on the average, as the !ines become 
r, consumers connected per mile of line, energy consumption and revenue per mile show 
eady’ increase, whereas the proportion of minimum bills steadily declines. 


iy 


TABLE III - OPERATING STATISTICS OF REA-FINANCED SYSTEMS By AGE GROUPS -- MEDIAN AVERAGES 
4 DECEMBER, 1943 


Class Average Age Systems Consumers KWH Del Bots Pens Revenue 
nths ) (Months) Included Per Mile Residential Minimum | per mile 
. ‘ Consumer 
29 59 30 bi) watt 
47 72 | 26 11.32 
65 89 18 Le) aes 
All Systems 44 7I 26 11.26 


BORROWER OPERATIONS - ENERGY TRANSACTLONS 

Table IV shows United States totals. of KWH purchased, generated and billed and rev- 
es for the fiscal year ending June 30, 1940 and the calendar years 1941, 1942 and |943. 
the result of the addition of new facilities and the expansion and increased energy con— 
tion of existing systems, KWH generated and billed during 1943 were more than five 
; as large as during the year ended June 30, 1940. Notwithstanding limited additions 
. facilities during the wartime period, REA borrowers reported that the volume of KWH 
lled during 1943 was more than 100% over 1941. This increase is due in part to higher 
rgy consumption by farm consumers, and in part to consumption by many governmental and 
strial war loads located in rural areas that have been served by REA-financed systems 
1941. Energy sales during 1943 increased five-fold over fiscal 1940 while -revenues 


ased only a little over three times. 


TABLE IV. -— ANNUAL KILOWATT HOURS AND REVENUES ~—— REA-FINANCED SYSTEMS ae 


Ki lowatt—Hours Har ; a 
Period ; Revenues , 


(12 Months ee 
ended) Fmcunt [len 


=—c 5 
June 30, 1940 401,823 | 34,314 311,479 $17,376 loo 
Dec. 31, 1941 854, 370 83, 123 724,385 35,022 201 
Dec. 31, 1942 | 1,304,623 131, 189 , 150, 536 46,927 270 am 
Dec. 31, 1943 } 1,828,132 199, 228 1,679, 381 55, 588 320 


BORROWER OPERATIONS - FINANCHAL : eae 

Income statements for 1943 as published in the body of this report indicate that 
’ REA-financed rural electric systems as a group continued to make progress in their finan 
cial operating status. Although the average age of distribution lines at the close of 
1943 was only 44 months, the earnings of these systems with few exceptions were adequate 
to meet all current requirements: Those individual borrowers, failing to show adequ 
earnings, represent almost exclusively the younger and smaller systems with undevelo 
loads and only a portion of projected miles energized and consumers connected. In many 
instances, temporary but difficult problems are reflected in the performance of partially 
completed electric systems where normal construction has been curtailed due to the war. 


TABLE V — ANNUAL REVENUE AND EXPENSE OF REA BORROWERS* 
1941 — 1943 


194 | 1942 1943 


| tem =a = 
; Amounts - % of Amounts % of Amounts % of ps 
Revenue Revenue Revenue | 


Operating Revenue } $35,022,071 . $46,927,322 : $55,587,614 
Operating Expense 19,255,938 ‘ 26,870,719 A 31/781, 396 
Interest Expense de, SSS AKG: 4. : 8,784, 262 , 9..232,814 
Net |ncome Before 


Depreciation yo eS We yi : 11,473,419 ; 14,654,317 


* Incomplete consolidated statements; a few borrowers do not report on ay ec 


Table V above shows that net income before depreciation has increased almost 100% si 
1941 and has more than kept pace with the increase in revenue. It is also evident t 
operating expenses in relation to revenue during the three years have shown unusual st 
bility despite the impact of wartime conditions. . Pyke 


UNITED STATES DEPARTMENT OF AGRICULTURE v 
- RURAL ELECTRIFICATION ADMINISTRATION 


STATISTICAL SUMMARY OF THE FEDERAL RURAL ELECTRIFICATION PROGRAM 


UNITED STATES TOTALS THROUGH DECEMBER 31, 1943 
APPROPRIATIONS AND ALLOTMENTS (2) 


APPROPRIATIONS ALLOTMENTS — CUMULATIVE TOTALS, RESCISSIONS DEDUCTED 
OUNT T |BUTION GENERATION AND | WIRING, P 
Teas OF MONTH OTAL SYSTEMS ee AND OTHER 
ERA $ 13,931,671 JUNE 1936 |$ 13,903,412] $ 13,875,412 28, 000 
1937 REGe 46,500,000 JUNE 1937 58,936,217 Sots bs yas Bol 1,510,000 ; 94 100 
1938 REA 30,000,000 e JUNE 1938 88, 172,436 84,265,904 2, 664, 000 1 242,532 
1939 REA 40,000,000 JUNE 1939 “227, 236, 949 217,424, 238 6,148,000 3,664,711 
RFC 100,000,000 JUNE 1940 268,972, 949 256, 666, 238 6,716,000 5,590,711 
“het a Se gapitog ae a deed yee ea 393,225,088 30,675,150 10,088,083 
, ’ . 460,467,729 ; , 
as oe Brotnaptobo 406,342, 296 43,365,850 10,095 DDS 
1943 RFC 10,000,000 
1944 REA 20,000,000 
TOTAL $ 500,431,671 DEC. 1943 |$473,741,747 | $ 419,820,140 | $ 42,995, 144 $ 10,926,463 


ALLOTMENTS RY TYPE OF BORROWER AND PURPOSE, AS OF DECEMBER 31, 1943 


NUMBER OF | ToTaL AMOUNT | DISTRIBUTION GENERATION AND - 
BORROWERS TOTAL AMOUNT SY STEMS TRANSMISSION 


TYPE OF 


BORROWERS WIRING, PLUMBING 


AND OTHER 


COOPERATIVES 800 $ 449, 666,969 $ 396,730,903 $ 42,609,953 $ 107326025 
PUBLIC BODIES 19. 231705.943 18,410,402 : 360,191 600, 350 
PRIVATE 4,703,835 4,678,835 25,000 | 0 


$ 473,741,747 $ 419,820, 140 $ 42,995, 144 10,926, 463 


MILES, CONSUMERS, ADVANCES AND ENERGIZED SYSTEMS - CUMULATIVE TOTALS 
AS OF END 


____CCC(‘CMSLS, CONSUMERS, ADVANCES AND ENERGIZED SYSTEMS - CUMULATIVE TOTALS 
MILES “CONSUMERS | ENERG| ZED SYSTEMS 
(ALLOTMENT ALLOTMENT Any aie ONSUMERS 
ESTIMATE ESTIMATE) ANCED NUMBER MILES CONNECTED 


ROMS 48,997 $ 823,262 400 693 
54,407 193,529 11,864,836 8,000 19,611 
80,951 282,802 60,040,810 41,736 104, 528 
209,818 724,999 122,339,824 115, 230 268,000 
251,642 854,828 22URLON, LOU 232,978 549, 604 
397,401 13287),.013 PaeplUosyLOZ 348,062 902, 266 
409,401 15-3N3,17-2 364,324,196 378,015 1,012, 284 
424,637 1,381, 164 78,496,489 390,058 1,087,801 


"ENERGY STATISTICS AND REVENUES 


KI LOWATT — HOURS 


NO. OF SYSTEMS REVENUES 

sa wea GENERATING POWER | puRCHASED _| .. GENERATED BILLED 
12 Months ended June 30, 1940 2u 401,823,478 34,314,000 302,615,000 17,442,042 
12 Months ended Dec. iil 1944 854, 370,374 83, 123,334 724, 384, 550 35,022,071 
12 Months ended Dec. 31, 1942 1, 304,622,796 131,189, 138}1, 150,535, 928} 46,927,322 
1,828, 132, 383 199, 228,028 }f , 679 "34 1,428! 55,587,614 


12 months ended Dec. 31, 1943 
BORROWERS’ PAYMENTS OF INTEREST AND PRINCIPAL - CUMULATIVE TOTALS, AS OF DECEMEER 31, 1943 


NE 
DISTRIBUTION, TRANS- WIRING, PLUMBING 
MISSION & GENERATION AND OTHER 
INTEREST | PRINCIPAL INTEREST] PRINCIPAL 


$29, 510, 867 $11,047,068 2+ $5,103,316 


TOTAL — ALL LOANS 


INTEREST | PRINCIPAL 


$29,836,009) $16, 150, 385 


ITEM 


$45,986, 394 
60,940,741 


Amount Duet ?? 


Amount paid‘?? 29, 317, 318] 26,260,580 BO? 5. Lok 29,638,004] 31,302, 737 
Amounts Overdue more 
than 30 days 153,834 9,245 48,861 A Bitar ri aree: 
Advance Payments 0} 15,229,508 0 5, 229, » 229, 
Number of Borrowers with: fe rad 
Overdue Amounts 44 4 a oh 
Advance Payments - 589 
REA ACCOUNT WITH RFC AND BORROWERS’ PAYMENTS COVERED INTO TREASURY 
TOTALS — RY 1, 1944 
; REA ACCOUNT WITH RFC ° BORROWERS’ PAY'TS. COVERED INTO TREASURY | 
24 
Interest Due $25,501, 413.76 |nterest see 0.00 a Le erea peed TES 
Interest Paid 25,501, 413.76 Cash Availa i sens 1 we 1, 190,375.88 
principal paid’? 34,466,729.85 Future Payments s 


: 7,319 
LOAN APPLICATIONS ON HAND OR IN PROCESS OF PREPARATION AS OF DECEMRER 31, 1943: $109, 24 


tract. 
1. Includes amounts not yet under loan con 
aid in full by borrowers. 
; Bee eh Gi nchount® shin dae ey s or fees is applied to principal, next interest payment date, 


ount on interest paymen 
J. Balance on accoun J WEY & 
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ALL PAYMENTS TO GOVT 12 31 43 
ULATIVE 


INTEREST PAID CUMULATIVE. 
PRINCIPAL DUE CUMULATIVE 
PRINCIPAL PAID CUMULATIVE 


CTE 
943 
943 
943 


CONSUMER 
CONSUMER 
CONSUMER 


See alphabetic footnotes at end of tables 


DELAWARE = 2 
THE DELAWARE 


RURAL ELECTRIC ASSN. 


GREENWOOD 
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FLORIDA = 7 (x) 
FLORIDA POWER 
CORPORATION 
ST. PETERSBURG 


16450000 
16450000 
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FLORIDA = 12 (1) 
FLORIDA PUBLIC 
SERVICE COMPANY 
ST. PETERSBURG 


4850000 
4850000 


4769000 
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FLORIDA = 14 
CLAY ELECTRIC 
COOPERATIVE, INC. 
KEYSTONE HEIGHTS 


86550567 


873.00 
2774.00 
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FLORIDA = 15 
SUWANNEE VALLEY 
ELECTRIC COOP. INC. 


LIVE OAK 
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14800000 
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FLORIDA = 16 
SUMTER ELECTRIC 
COOPERATIVE, INC, 

SUMTERVILLE 


45100000 

41600000 
3500000 

41769150 


AUPARO 
fo) 
©ooc00 oOo 


NDRLODOO CD0050 


WW AUUWAAROOOO, 


PROMO 
Narrow 


3 


a 
120 

a 5 Ano 
B CDONDDINOD 
> dw 


NJ Ww OW ws) 
IVAONIO 
to bo tn bv b bo 
geen ts 


| 
i 


aw 
ae 


DVaAL WUAMOCAIAOWH 
COALS APMNUFODTIO 
5 

4 


OUII Hue 
wlohe th 
UII 00 


(] 
i] 


PRPPPEPP 
DAAMVAUNPOUODIMAMAUDE 


PPHLAWWUUUUUUWUDONDVVVYNYVDOD PE 


DWDNNNWN MANN DOVE 


ALLOTMENT, CONSTRUCTION, OPERATING, AND FINANCIAL STATISTICS FOR REA-FINANCED SYSTEMS 


FLORIDA ~ 17 
WEST FLORIDA ELECTRIC 
COOPERATIVE ASSN. INC, 
GRACEVILLE 


C7 4 


y St 
DISTRIBUTION SYSTEMS 
GENERATING & TRANSMISSION 
WIRING PLUMBING OTHER 


AL A URPOSES 
E 4 


LES OF D RIBUTION LINE 
Deere oars BE CONNECTED 
Cc 


" MONTHS 12 31 43 
MILES ENERGIZED 12 39 
MILES ENERGIZED 12 
MILES ENERGIZED 12 
CONSUMERS CONNE 
PURCHASED 
_ GENERATED 
BILLED 
PER RESDL 
PER RESD 
PER RESD 
CONSUMERS PER 
CONSUMERS PER 
CONSUMERS PER 
REVENUE PER MILE 1 
REVENUE PER MILE i 
REVENUE PER MILE 1 


0 OPERATING REVENUES | 
COST OF POWER 
OPERATING PAYROLL 
GENERAL EXPENSES 
INSURANCE TAXES AND MISC 

NET NON OPERATING REVENUE 
NET REVENUE BEFORE DEPREC 
INTEREST DUE AND PAYABLE 
INTEREST ACCUMULATED NOT DUE 
NET INCOME BEFORE DEPREC 
ALL PAYMENTS TO GOVT 12 31 43 


INTEREST PAID CUMULATIVE 
PRINCIPAL DUE CUMULATIVE 
PRINCIPAL PAID CUMULATIVE 
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FLORIDA = 26 


LINE PEACE RIVER VALLEY ELEC. 


NO ITEM | MEMBERSHIP COOP. INC. 
WAUCHULA 

4 OTM (\ < 51643 

2 UTA 4 PURPO s 23700000 
3 DISTRIBUTION SYSTEMS 23300000 
4 GENERATING & TRANSMISSION 

5 WIRING PLUMBING OTHER 4000.00 
6 ; - 

fear OTAL A Sea ee - 151862351 
9 MILES OF DISTRIBUTION LINE 
= CONSUMERS TO BE CONNECTED 

1QOPEPATING DATA 
12 AVERAGE AGE MONTHS 12 31 43 
13° MILES ENERGIZED 12 31 39 
14 MILES ENERGIZED 12 31 41 3.00 
15 MILES ENERGIZED 12 31 43 0.00 
16 CONSUMERS CONNECTED 12 31 43 1.00 
17 KWH PURCHASED 1943 0.00 
18 KWH GENERATED 1943 

9 KWH BILLED 1943 6.00 
13] KWH PER RESDL CONSUMER 12 39 

1 KWH PER RESDL CONSUMER 12 41 7.00 
2 KWH PER RESDL CONSUMER 12 43 000 
3 CONSUMERS PER MILE 12 31 39 

4 _ CONSUMERS PER MILE 12 31 41 210 
S CONSUMERS PER MILE 12 31 43 186 
6 REVENUE PER MILE 12 39 

7 REVENUE PER MILE 18 41 725 
8 REVENUE PER MILE 12 43 4495 
9 N 1943 ' 
208 50. “ING 6159768 
31 COST OF POWER 755583 
32 OPERATING PAYROLL 570586 
33 GENERAL EXPENSES ; 245961 
34 INSURANCE TAXES AND MISC 169 4.74 
35 NET NON OPERATING REVENUE 16.70 
36 NET REVENUE BEFORE DEPREC 419834 
37 INTEREST DUE AND PAYABLE 168068 
38 INTEREST ACCUMULATED NOT DUE 213510 
46 NET INCOME BEFORE DEPREC 038256 

ALL PAYMENTS TO GOVT 12 314 43% 
41 INTEREST DUE CUMULATIVE 161821 
42 INTEREST PAID CUMULATIVE 161621 
43 PRINCIPAL DUE CUMULATIVE 167400 
44 PRINCIPAL PAID CUMULATIVE 767400 


See alphabetic footnotes at end of tables 
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FLORIDA ~ 22 
ESCAMBIA RIVER 
ELECTRIC COOP. INC. 
JAY 


28300000 
27800000 

5000.00 
136463.70 
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1119.00 
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FLORIDA = 28 
TRI COUNTY 


ELECTRIC COOP. INC. 


MADISON 


37500000 
36 7000.00 


8000.00 
19281382 
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(1) Due to wartime restrictions, system only partially energized; not in a position to report, 
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FLORIDA = 23 
CENTRAL FLORIDA 
ELECTRIC COOP. INC. 
CHIEFLAND 


10500000 
96000.00 
9000.00 
9369646 
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286700.00B 
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FLORIDA = 29 
TALQUIN ELECTRIC 
COOPERATIVE, INC. 

QUINCY 


575000.00 
544000.00 

3100000 
38014838 
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FLORIDA = 24(1) 


FLORIDA KEYS ELECTRIC 
COOPERATIVE ASSN, INC. 


TAVERNIER 


FLORIDA = 30 
CHOCTAWH ATCHEE 
ELECTRIC COOP. INC. 
De FUNIAK SPRINGS 


297000.00 
29000000 
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26187023 
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FLORIDA = 25 
LEE COUNTY 
ELECTRIC COOP. INC. 
FORT MYERS 
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ii ALLOTMENT, CONSTRUCTION, OPERATING, AND FINANCIAL STATISTICS FOR REA-FINANCED SYSTEMS 


GEORGIA = 2 (x) GEORGIA,- 7 (R) GEORGIA - 8 GEORGIA ~- 16 (x) GEORGIA ~ 17 
CRISP FARMERS NORTH GEORGIA THE RAYLE GEORGIA POWER and PLANTERS 
COOPERATIVE CORP. ELECTRIC MEMB, CORP. ELECTRIC MEMB. CORP. LIGHT COMPANY ELECTRIC MEMB. CORP, 
CORDELE DALTON WASHINGTON ST. PETERSBURG, FLA. MILLER 


le PN Lod OSES \ 63687700 10740600 34500000 
DISTRIBUTION SYSTEMS 60387700 10740600 34500000 


GENERATING & TRANSMISSION 
WIRING PLUMBING OTHER 3300000 


43 Se Fe ee ae Les 24 2 
ON re §0363052 10740647 29343400 


N ESTIMATES 12 31° 43 
ALLOTMENT ; stiui 
CONSUMERS TO BE CONNECTED d 2528.00 
OPERATING DATA . 
AVERACE AGE MONTHS 
MILES ENERGIZED 12 
MILES ENERGIZED 12 
MILES. ENERGIZED 1 
CONSUMZERS CONNEC 
KWH PURCHASED 9 
KWH GENERATED 9 
KWH BILLED 7 
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KWH PER RESDL 
KWH PER RESDL 
KWH PER RESDL 
CONSUMERS PER 
CONSUMERS PER 
CONSUMERS PER 
REVENUE PER MILE 
REVENUES PER MILE 
REVENUE PER MILE 
REVENUE AND EXPENSE 

OPERATING REVENUES 

COST OF POWER 

OPERATING PAYROLL 

GENERAL EXPENSES 

INSURANCE TAXES AND MISC 
NET NON OPERATING REVENUE 
NET REVENUE BEFORE DEPREC 
INTEREST DUE AND PAYABLE 
INTEREST ACCUMULATED NOT DUE 
NET INCOME BEFORE DEPREC 

ALL PAYMENTS TO GOVT 12°31: 43 

IN S U 

INTEREST PAID CUMULATIVE 
PRINCIPAL DUE CUMULATIVE 
PRINCIPAL PAID CUMULATIVE 
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GEORGI A- = 20 

TROUP COUNTY 
ELECTRIC MEMB. CORP. 
LA GRANGE 


GEORGIA = 31 
UPSON COUNTY 
ELECTRIC MEMB. CORP 

THOMASTON 


GEORGIA = 22 
COLQUITT CO. RURAI 
ELECTRIC CO, 
MOULTRIE 


GEORGIA - 35 
WALTON 

ELECTRIC MEMB. CORP. 

MONROE 


GEORGIA - 34 
CARROLL 
ELECTRIC MEMB. CORP. 

CARROLLTON 


as ITEM 


71400000 
68400000 


JALLOTMENTS Bi s3 11243 


39850000 
) DISTRIBUTION SYSTEMS 38850000 
4 GENERATING & TRANSMISSION 
5 WIRING PLUMBING OTHER 1000000 . 
6FUNDS ADVANCED 12 31 43 at oe 
vd TOT ALL E 27348836 98731428 
BALLOTMENT ESTIMATE (a Se we) 
MILES OF DISTRIBUTION LINE 429.00 1389.00 
CONSUMERS TO BE CONNECTED 1645.00 4799.00 
QPERATING DATA 
AVERAGE AGE MONTHS 12 31 43 
MILES ENERGIZED 12 
MILES ENERGIZED 1 
MILES ENERGIZED 1 
CONSUMERS CONNECT 1 
KWH PURCHASED 1943 1549 
0 
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29000000 
265000.00 
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25331388 
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KWH GENERATED 1943 
KWH BILLED 1943 130 
KWH PER RESDL CONSUMER 
KWH PER RESDL CONSUMER 
KWH PER RESDL CONSUMER 
CONSUMERS PER MILE 12 

—CONSUMERS PER MILE 1 
CONSUMERS PER MILE 1 
REVENUE PER MILE 12 
REVENUE PER MILE 12 
REVENUE PER MILE 12 

N N PEN pl 
OPERATING REVENUES 
COST OF POWER 
OPERATING PAYROLL 
GENERAL EXPENSES 
INSURANCE TAXES AND MISC 
NET NON OPERATING REVENUE 
NET REVENUE BEFORE DEPREC 2 
INTEREST DUE AND PAYABLE 
INTEREST ACCUMULATED NOT DUE 
NET INCOME BEFORE DEPREC 

4LL_ PAYMENTS TO GOVT 12 33 43 
INTEREST DUE CUMULATIVE 
INTEREST PAID CUMULATIVE 
PRINCIPAL DUE. CUMULATIVE 
PRINCIPAL PAID CUMULATIVE 
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See alphabetic footnotes at end of tables 
Includes resale to other REA-financed systems of 220,300 KWH of wholesale energy for $2,414.75 


ALLOTMENT, CONSTRUCTION, OPERATING, AND FINANCIAL STATISTICS FOR REA~FINANCED SYSTEMS 


0 —36 aS 
DISTRIBUTION SYSTEMS 
GENERATING & TRANSMISSION 
WIRING PLUMBING OTHER 


AL A URPOSE 
TES 12 43 
MILES O 


DISTRIBUTION LINE 
CONSUMERS TO BE CONNECTED 


“AVERAGE AGE. MQ 
MILES ENERGIZE 

- MILES ENERGIZE 
MILES ENERGIZE 
CONSUMERS CONNEC 


GENERATED 1943 _ 
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KWH 

KWH BILLED 1943 

_ KWH PER RESDL CONSUMER 
KWH PER RESDL CONSUMER 
KWH PER RESDL CONSUMER 
CONSUMERS PER Tes 12 
CONSUMERS PER MILE 
REVENUE PER MILE 1 
REVENUE PER MILE 1 
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GEORGIA = 37 
DOUGLAS COUNTY 


ELECTRIC MEMB, CORP. 


DOUGLASVILLE 
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GEORGIA ~ 39 
HART COUNTY 
ELECTRIC MEMB. CORP. 
HARTWELL 


66400000 
64400000 

2000000 
49469650 
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GEORGIA ~ 42 
ALTAMAHA 
ELECTRIC MEMB. CORP. 
LYONS 
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GEORGIA - 45 
SUMTER 
ELECTRIC MEMB. CORP. 
AMERICUS 


41600000 
37600000 

4000000 
37100102 
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GEORGIA = 5) 
SNAPPING SHOALS 
ELECTRIC MEM&. CORP. 
COVINGTON 


34600000 
32900000 

1700000 
306001.78 
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RAT. ' 
COST OF POWER 
OPERATING PAYROLL 
GENERAL EXPENSES 

_ INSURANCE TAXES AND MISC 
_NET NON OPERATING REVENUE 
NET REVENUE BEFORE DEPREC. 
INTEREST DUE AND PAYABLE 
INTEREST ACCUMULATED NOT DU 
NET INCOME BEFORE DEPREC 
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WIRING PLUMBING OTHER 
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E 2 43 
ILES OF DISTRIBUTION LINE 

CONSUMERS TO BE CONNECTED 

QPERATING DATA _ 

— AVERAGE ACE MONTHS 12 31 43 
MILES ENERGIZED 12. 
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MILES ENERGIZED 

CONSUMERS CONNE 
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INTEREST DUE AND PAYABLE 


NET INCOME BEFORE DEPREC 


4Z£L_ PAYMENTS TO COVT 12 34 43 
INTEREST DUE CUMULATIVE 


PRINCIPAL DUE CUMULATIVE 
PRINCIPAL PAID CUMULATIVE 


See alphabetic footnotes at end of tables 
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— NET REVENUE BEFORE DEPREC 
INTEREST ACCUMULATED NOT DUE 


—~PAID CUMULATIVE 
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GEORGIA = 58 
CENTRAL GEORGIA 


ELECTRIC MEMB. CORP. 


JACKSON 
794000.00 
69400000 

1000000 
50873712 
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MITCHELL COUNTY 
ELECTRIC MEMB, CORP. 
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BLUE RIDGE ELECTRIC 
ASSOCIATION, INC. 
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JEFFERSON COUNTY . 
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GEORGIA = 75 
LAMAR 


ELECTRIC MEMB, CORP, 


BARNESVILLE 
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COBB COUNTY 
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HANCOCK COUNTY RURAL 
ELECTRIC MEMB. CORP. 
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HENDRICKS COUNTY RURAL 
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LAGRANGE COUNTY RURAL 
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JASPER CO. RURAL 
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PARKE COUNTY RURAL 
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JOHNSON COUNTY RURAL 
ELECTRIC MEMB. CORP, 
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MILES OF DISTRIBUTION LINE 
CONSUMERS TO BE CONNECTED 
QPERATING DATA 
AVERAGE AGE MONTHS 12 
MILES ENERGIZED 12 
MILES ENERGIZED 1 
MILES ENERGIZED 
CONSUMERS CONN 
KWH PURCHASED 
KWH GENERATED 
KWH BILLED 
KWH PER RESDL 
KWH PER RESDL 
KWH PER RESDL 
CONSUMERS PER 
CONSUMERS PER 
CONSUMERS PER 
REVENUE PER MILE 12 
REVENUE PER MILE 1 
REVENUE PER MILE 1 


oa 43 


CONSUMER 
CONSUMER 
CONSUMER 


I 

COST OF POWER 

OPERATING PAYROLL 

GENERAL EXPENSES 

INSURANCE TAXES AND MISC 
NET NON OPERATING REVENUE 

NET REVENUE BEFORE DEPREC 
INTEREST DUE AND PAYABLE 
INTEREST ACCUMULATED NOT DUE 
NET INCOME BEFORE ike ab et 


ALL PAYMENTS 70 GOVT 12 4 45 
INTEREST DUE UMULATIVE 


INTEREST PAID CUMULATIVE 
PRINCIPAL DUE CUMULATIVE 
PRINCIPAL PAID CUMULATIVE 


ALLOTMENTS 12 31 43 


DISTRIBUTION SYSTEMS 
GENERATING & TRANSMISSION 
WIRING PLUMBING OTHER 


CONSUMERS TO BE CONNECTED 


AVERAGE AGE MONTHS 12 31 43 
MILES ENERGIZED 12 
MILES ENERGIZED 12 


CONSUMERS CONN. 
KWH PURCHASED 

KWH GENERATED 

KWH BILLED 

KWH PER RESDL 

KWH PER RESDL 

KWH PER RESDL 
CONSUMERS PER 
CONSUMERS PER 
CONSUMERS PER 
REVENUE PER MILE 
REVENUE PER MILE 
REVENUE PER MILE 1 


_ OPERATING REVENUES 
COST OF POWER 
OPERATING PAYROLL 
GENERAL EXPENSES 
INSURANCE TAXES AND MISC 
NET NON OPERATING REVENUE 
NET REVENUE BEFORE DEPREC 
INTEREST DUE AND PAYABLE 
INTEREST ACCUMULATED NOT DUE 
NET INCOME BEFORE DEPREC 


1 ine 43 
INTEREST DUE CUMUL 
INTEREST PAID CUMULATIVE 
PRINCIPAL DUE CUMULATIVE 
PRINCIPAL PAID CUMULATIVE 


‘See alphabetic footnotes at end of tables 


ROOD 
je] 


OCVUMBAAGaUDFOODIAM A WD 
APRRQWOO ORR 
Ur 


au 


INDIANA = 47 
ORANGE COUNTY RURAL 
ELECTRIC MEMB. CORP, 

ORLEANS 
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MORGAN COUNTY RURAL 
ELECTRIC MEMB, CORP. 
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SOUTHEASTERN IND. RURAL 


ELECTRIC MEMB. CORP 
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WHITE CO. RURAL 
ELECTRIC MEMB. CORP. 
MONTICELLO 
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STEUBEN COUNTY RURAL 
ELECTRIC MEMB, CORP. 
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CLARK COUNTY RURAL 
ELECTRIC MEMB. CORP. 
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TIPMONT RURAL 
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HUNTINGTON CO. RIF OL 
ELECTRIC MEMB. CORP. 

HUNT INGTON 


PrP AIO 
Os @ 0 OO 


an 
vw 
ONOF ADAMWAMOKD £45 © 0 OD 


a 
° 
ie) 


= 


a wn 
N wmoumnms 


= 


Pwo 
PROD © FPWONANUADO AJRPSBOWTDOOOO CO00O0%T0 00 8B 0 CO 


YDHNUNH FB UMARPWONO VAPWUUDNOWUSC OMUADD wo © 0 oo 
bhbabB DA HBEHKHHRODH OFVNRWOSDD F5O050500 500 |W oO bd 


CANN 2 PO 

Conn fs. FH WAVAN® 
SPaRDH JY HRPVWGVUIHRA 
AANA w NOowourun RRP 


» 


INDIANA = 59 
WAYNE COUNTY RURAL 
ELECTRIC MEMB. CORP. 
RICHMOND 
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NOBLE COUNTY RURAL 
ELECTRIC MEMB, CORP. 
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SOUTHERN INDIANA RURAL 
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KANKAKEE VALLEY 
R. E. M. C. 
WANATAH 
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WEWTON COUNTY RURAL 
ELECTRIC MEMB. CORP. 
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HARRISON CO. RURAL 

ELECTRIC MEMB, CORP, 
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D. S. & 0, RURAL ELEC. 

COOPERATIVE ASSN. INC. 
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KANSAS = 24 
THE C AND W RURAL ELEC. 
COOPERATIVE ASSN. INC. 
CLAY CENTER 
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KAWSAS = 18 
SEDGWICK COUNTY ELEC. 
COOPERATIVE ASSN. INC. 
GODDARD 
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KANSAS = 25 
THE LYON COUNTY 
ELECTRIC COOP. INC. 
EMPORIA 
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5000.00 
26518819 
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KANSAS = 19 
BUTLER RURAL 
ELEC. COOP, ASSH, 
EL DORADO 


KANSAS = 21 
THE KAW VALLEY ELECTRYC 
COOP. COMPAKY INC, 
TOPEKA 
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KANSAS = 26 
THE COFFEE COUNTY RURAL) 
ELEC. COOP. ASSN. INC. 
BURLINGTON 


KANSAS = 27 
FLINT HILLS RURAL 
ELEC. COOP. ASSN. INC. 
COUNCIL GROVE 
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KAKSAS = 22 
DOMIPHAN ELECTRIC 
COOP. ASSN. INC. 

TROY 
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16000000 
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KANSAS = 28 
THE NORTON=DECATUR 
COOP. ELEC. CO. IXC. 
NORTON 
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KANSAS = 32 
THE ARK. VALLEY ELEC. 
COOP. ASSN. INC. 
HUTCHINSON 


KANSAS = 31 
THE SEKAN ELEC. 
COOP. ASSN. INC. 
GIRARD 


KANSAS - 29 | KANSAS = 30 
THE NOR. CENT. KANSAS RURAL] THE NEMAHA=MARSHALL ELEC. 
ELEC. COOP. ASSN. INC. COOP. ASSK. INC. 
BELLEVILLE AXTELL 


4ALLOTMENTS 12 31 43 


DISTRIBUTION SYSTEMS 
GENERATING & TRANSMISSION 
WIRING PLUMBING OTHER 


EYUNDS pie tae 3 1a 
TOTAL ALL UR ES 


ADLOUMENT tbod TMA Loo to Sie AS 
MILES OF DISTRIBUTION LINE 
CONSUMERS TO BE CONNECTED 
E N. A : 
AVERAGE AGE MONTHS Sr 43 
MILES ENERGIZED 12 
MILES ENERGIZED 12 
MILES. ENERGIZED 12 
CONSUMERS CONNE 
KWH PURCHASED 1 
KWH GENERATED 1 
KWH BILLED a 
KWH PER RESDL CONSUMER 1 
KWH PER RESDL CONSUMER 1 
KWH PER RESDL CONSUMER 1 
1 
1 
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CONSUMERS PER MILE 12 
CONSUMERS PER MILE 1 
CONSUMERS PER MILE 1 
REVENUE PER MILE 12 
REVENUE PER MILE 12 
REVENUE PER MILE 12 
REVENUE _ AND EXPENSE _ 1943 
OPERATING REVENUES 
COST OF POWER 
OPERATING PAYROLL 
GENERAL EXPENSES 
INSURANCE TAXES AND MISC 
NET NON OPERATING REVENUE 
NET -REVENUE BEFORE DEPREC 
INTEREST DUE AND PAYABLE 
INTEREST ACCUMULATED NOT DUE 
NET INCOME BEFORE DEPREC 
ALL PAYMENTS. “TOU-COVT '12 3 1 43 
INTEREST DUE CUMULATIVE 
INTEREST PAID CUMULATIVE 
PRINCIPAL DUE CUMULATIVE 
PRINCIPAL PAID CUMULATIVE 
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KANSAS = 40. 
LEAVENWORTH=JEFFE 
ELECTRIC COOP. 
LEAVENWORTH 


SRG 


KANSAS - 37 (J) 
THE SMOKEY VALLEY 
ELEC. COOP. ASSN. INC. 
LINDSBORG 


KANSAS - 39 
THE P.Re&W. “ELEC. COOP. 
ASSOCIATION INC. 

WAMEGO 


KANSAS = 34 
THE CENTRAL KANSAS ELEC, 
COOP. ASSN. INC. 
GREAT BEND 


KANSAS = 36 (J) 
THE SUGAR VALLEY 
ELEC. COOP. INC. 
MOUND CITY 


NO | TEM 


ALLOTMENTS 12 31. 43 
L ALL PURPOSES 
DISTRIBUTION SYSTEMS 
GENERATING & TRANSMISSION 


WIRING PLUMBING OTHER 

6FUNDS ADVANCED 12 31 43 

7 TOTAL ALL PURPOSES 

aaaranacaaen ESTIMATES. 32 31 43 
MILES OF. DISTRIBUTION LINE 

CONSUMERS TO BE CONNECTED 

E TING DATA 

AVERAGE AGE MONTHS 12,31 43 

MILES* ENERGIZED! 12 (3 

MILES ENERGIZED 12 3 

MILES ENERGIZED 12 .3 

CONSUMERS CONNE 

KWH PURCHASED 


CT 
i94 
KWH GENERATED 194 
KWH BILLED 194 
CON 
CON 


3901.34 


118.00 
238.00 
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KWH PER RESDL 

KWH PER RESDL 

KWH PER RESDL CON 
CONSUMERS PER MILE 
CONSUMERS PER MILE 
CONSUMERS PER MILE 
REVENUE PER MILE 12 
REVENUE PER MILE 12 
REVENUE PER MILE 12 


REVENUE AND EXPENSE 1943 
PERATING REVENUES 


COST OF POWER 
OPERATING PAYROLL 
GENERAL EXPENSES 
INSURANCE TAXES AND MISC 
NET NON OPERATING REVENUE 
NET REVENUE BEFORE DEPREC 
INTEREST DUE AND PAYABLE 
INTEREST ACCUMULATED NOT DUE 
NET INCOME BEFORE DEPREC 
ALLS PAYMENTS TOLCOVT 27 a3 4 4'3 
INTERES DUE UMULATIVE 
INTEREST PAID CUMULATIVE 
PRINCIPAL DUE CUMULATIVE 
PRINCIPAL PAID CUMULATIVE 
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See alphabetic footnotes at end of tables 
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KENTUCKY - 3 
JACKSON COUNTY RURAL 
ELECTRIC COOP. CORP. 

MCKEE 


KENTUCKY ~ 18 
MEADE COUNTY RURAL 
ELEC. COOP. CORP. 

BRANDEBURG 


KENTUCKY = 20 
JACKSON PURCHASE RURAL 
ELECTRIC COOP. CORP, 
PADUCAH 


KENTUCKY = 21 
SALT RIVER RURAL 
ELECTRIC COOP. CORP. 
BARDSTOWK 


KENTUCKY = 23 
TAYLOR COUNTY RURAL 
ELECTRIC COOP. CORP. 

CAMPBELLSVILLE 


SL ar siia 45 
DISTRIBUTION SYSTEMS 
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GENERATING & TRANSMISSION 
WIRING. PLUMBING RN 


TOTAL A 


Be ft ALOIS 
L MATE 3 4 
LES OF DISTRIBUTION LINE 


CONSUMERS aa BE CONNECTED 


__ AVERAGE AGE MONTHS 12 31 43 
MILES ENERGIZED 1 31 

MILES ENERGIZED 31 
MILES ENERGIZED 34 
CONSUMERS CONNE 1 
KWH PURCHASED 1 
KWH. GENERATED 
KWH BILLED 

KWH PER RESDL 
KWH PER RESDL 
KWH PER RESDL 
CONSUMERS PER 
CONSUMERS PER 
CONSUMERS PER 
REVENUE PER MILE 1 
REVENUE PER MILE 1 
REVENUE PER MILE 1 


2 
2 
2 
ED 
3 
3 
a 
Ss 


COST OF POWER 
OPERATING PAYROLL 
GENERAL EXPENSES 
INSURANCE TAXES AND MISC 
NET NON OPERATING REVENUE 
NET REVENUE BEFORE DEPREC 
INTEREST DUE AND PAYABLE 
INTEREST ACCUMULATED NOT DUE 
NET INCOME BEFORE DEPREC 
LL PAYMENTS QO _GO L235 
REST DUE CUMULATIVE 
INTEREST PAID CUMULATIVE 
PRINCIPAL DUE CUMULATIVE 
PRINCIPAL PAID CUMULATIVE 
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KENTUCKY = 26 
PENRYRILE RURAL 
ELECTRIC COOP. CORP. 

HOPKINSVILLE 


KENTUCKY - 27 
INTER=COUNTY RURAL 
“ELECTRIC COOP. CORP. 


42040234 
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KENTUCKY = 30 
SHELBY RURAL 


ELECTRIC COOP. CORP. 


SHELBYVILLE 
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KENTUCKY - 33 
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500000 
§4259.99 


a) 
‘s) 
°o 
° 


Dov BR ROOMOUWWE ONRUNWODDO FOO050 o% 


n 
. 
> 
AMNODdD NM hOWONWMWOO BAANWNHANNOCSCSGO Ooc0cc0ocd oOo 


AHFA NDAIVVAA 


Lk) 


BROOD © ANUFLODD 


2OFF MO OWRNOANrFPSO FH 
Oph FT WHROWNODDT RPODNDNDALANG ONDOUrF Bb 


hRSEh O ADHD ABANDON 


wNAIN Ww Po 


GREEN RIVER RURAL 
ELECTRIC COOP. CORP. 


OWENSBORO 


39400000 
1000000 
35853924 


37000 
1473.00 
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KENTUCKY = 34 
FARMERS RURAL ELEC. 
coop. CORP. INC. 
GLASGOW 


1: 

2 99900000 60700000 45932000 81700000 59530000 

3 DISTRIBUTION SYSTEMS 97400000 58700000 453500.00 81700000 580300.00 

4 GENERATING & TRANSMISSION 

5 . WIRING PLUMBING OTHER 2500000 2000000 5820.00 15000.00 
6 DVANCED 12 31 43 

7 TOLAL A TB8096798 53580597 444063.74 62017838 54478157 

BALLOTMENT ESTIMATES 12 31 43 

Se NT OTR T BUTTON LINE 832.00 562.00 458.00 781.00 
10 CONSUMERS TO BE CONNECTED 4394.00. 2239.00 1467.00 3069.00 
1L1O0PERATING DATA 
i2 AV A NTHS 12 31 43 F 4500 57.00 51.00 4600 4700 
43 MILES ENERGIZED 12 31 39 467.00 543.00 320.00 382.00 375.00 
44 MILES ENERGIZED 12 31 4% 682.00 647.00 516.00 500.00 667.00 
45 MILES ENERGIZED 12 31 43 818.00 645.00 532.00 661.00 6:8 3.00 
16 CONSUMERS CONNECTED 12 31 43 359100 2053.00 1310.00 2763.00 y 19:37. 
hh KWH PURCHASED 1943 561434000 188484000 175560000 528330000 169650000 
i3 as Si ea 343 467779100 140738700 142591400 4210471007 ee ae 
20 KWH PER RESDL CONSUMER 12 39 59.00 45.00 55.00 ge 2 
21 KWH PER RESDL CONSUMER 12 41 61.00 56.00 rn ete oe 
22 KWH PER RESDL CONSUMER 12 43 8600 55.00 1.00 = 4-00 
23 CONSUMERS PER MILE 12 31 39 260 22 oe ae 
24 CONSUMERS PER MILE 12 31 41 2.84 fer = 
25 CONSUMERS PER MILE 12 31 43 3.18 Aware oa 
26 REVENUE PER MILE 12 39 8.00 at be 
27 REVENUE PER MILE 12 41 1020 - pe oe 
28 REVENUE PER MILE 12 43 90 1049 
5 Oe OP ERS SR per 1945 17404799 8309612 7692496 13842951 7461436 
34 #cOST OF POWER > 5961185 2026824 1797929 6069505 1742910 
32 OPERATING PAYROLL 1314434 1143780 1438720 See ae 
33 GENERAL EXPENSES 737439 738733 paligen sk a ee 
34 INSURANCE TAXES AND MISC 4404.80 se 3 Aomei ee 
35 NET NON OPERATING REVENUE 316.39 y eto eat aren cota 
36 NET REVENUE BEFORE DEPREC 38220.74 3862266 OP eee Sra Se 
37 ##INTEREST DUE AND PAYABLE eal. 13213.80 a2 The ean 

D . 

ds eer eRe R EE Ger ORE DEPREC 2500694 2732840 3901863 2514121 
40Abs AYMENTS TO GOVT 12 31 43 TG at <2 Silteta ro oaon 2 5196420 
42 INTEREST PAID CUMULATIVE 6608040 4232076 eagle Bulle 43a 
43. PRINCIPAL DUE CUMULATIVE 5684332 3343714 a pio ae es 
44 PRINCIPAL PAID CUMULATIVE 6186687 6344764 10741490 : 


See alphabetic footnotes at end of tables 
3. Includes resale to other REA-financed systems of 2,113,584 


KWH of wholesale energy for $33,554-65 
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KENTUCKY = 35 
WARREN RURAL ELECTRIC 
COOPERATIVE CORP. 
BOWLING GREEN 


93900000 
90150000 
3750000 
69785453 
951.00 
3888.00 


2 
SES 
DISTRIBUTION SYSTEMS 
GENERATING & TRANSMISSION 
WIRING PLUMBING OTHER 


TOTAL ALL PURPOSES 
ALLOTMENT ESTIMATE eens 43 
LES RIBUTIO LINE 
CONSUMERS TO BE CONNECTED 


OPERA he pata 
es ONTHS 12.31.43 


MILES ENERGIZED 12 Sy 
1 
BH I 
1 


MILES ENERGIZED 1 
MILES. ENERGIZED 1 
CONSUMERS hal EOS 
KWH PURCHASED 194 
KWH GENERATED 194 
KWH BILLED 194 
KWH PER RESDL CONSUMER 
KWH PER RESDL CONSUMER 
KWH PER RESDL CONSUMER 
CONSUMERS PER 
CONSUMERS. PER 
CONSUMERS PER 
REVENUE PER MILE 1 
REVENUE PER MILE 1 
REVENUE PER MILE 1 
REVENUE AND EXPENSE. 
PER x 
COST OF POWER 
OPERATING PAYROLL 
GENERAL EXPENSES 
INSURANCE TAXES AND MISC 
NET NON OPERATING REVENUE 
NET REVENUE BEFORE DEPREC 
INTEREST DUE AND PAYABLE 
INTEREST ACCUMULATED NOT DUE 
NET INCOME BEFORE DEPREC 


ALL PAYMENTS TO GOVT 12 31 43 
INTERES DUE 


INTEREST PAID CUMULATIVE 
PRINCIPAL DUE CUMULATIVE 
PRINCIPAL PAID CUMULATIVE 
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KENTUCKY = 46 
HARRISON COUNTY RURAL 
ELECTRIC COOP. CORP. 

CYNTHIANA 


AL 4 
TAL ALL U SE 


+ 

2 59800000 
3 DISTRIBUTION SYSTEMS 

4 

5 


58800000 
1000000 


GENERATING & TRANSMISSION 
WIRING PLUMBING OTHER 
Gi hes ADVANCED 12 31 43 
TOTAL ALL PURPOSES 
BALLOTHENT ESTIMATES -312. 3 
DISTRIBUTION tHE 
CONSUMERS TO BE CONNECTED 
OPERATING DATA 
AV A ONTHS: 722431 ° 43 
MILES ENERGIZED 12 
MILES ENERGIZED 1 
MILES ENERGIZED 
CONSUMERS CONN 
KWH PURCHASED 
KWH, GENERATED 
KWH BILLED 
KWH PER RESDL 
KWH PER RESDL 
KWH PER RESDL 
CONSUMERS PER 
CONSUMERS PER 
CONSUMERS PER 
REVENUE PER MILE 1 
REVENUE PER MILE 
REVENUE PER MILE 1 
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1. Includes sale to other REA-financed systems of 4go,000 KWH of generated energy for $120.00 
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See alphabetic footnotes at end of tables 

1. Includes resale to other REA-financed systems of 1,635,240, KWH of wholesale energy for $19,755.64. 
2. Includes resale to other REA-financed systems of 403,874 KWH of wholesale energy for $6,894.00. 
g- Includes resale to other REA-financed systems of 20,928 KWH of wholesale energy for $338.00. 
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1. Includes resale to other REA-financed systems of 678,397 KWH of wholesale energy for $11,518.92 


AOOO TQ HEHDMANOO PEE 
PRIVW TD BDUONE DVN ONNYDNN.WOODMD OCROOUR 
BahR W WROWhYabd BAnHdDOIOODS 


BAOQD © ®VRFOSLAIND 


AD dd ts) 
“IUD © 


Qoan O ANDONWUAOKF NOR MOWOOCCO CoOooCO 


AVYIT DAONAIACHOOW aWOWUHNYOUMD ONUMAaW A 
L056 BANDERA bHAL wOblWObnoOodDO BOoddObS bd 


CUNY © OO WUWwID 
NYWH C2UWUO anworw 
DVNAA AROWIRPURHW BR 


Fe OM F FD 


VISA OF KFDEFODDOHR BOUTS TWTNOOCOCO COO0CC0O o 


WO BMADUWUAIH OAD PP 
COP DIWOURPOAADA ArPOWNNDNOOH!) WORASA-J 


bbrh BERDDOR HOLL bLhahlohobdd| bDbdddb 
PROD AOMWNOHPWOHM DWIHNNHOCOCOS!) COGCO} 


Ah © ON BDAAAA 
VU  OWOAWTIOP WOR 


| 


» 
WUnwoo & DA KF Fala 
cree} 
eR 
nw 


OHIO = 75 
NORTHWESTERN 
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DISTRIBUTION SYSTEMS . 
GENERATING & TRANSMISSION 
A bps piled 8 rhe iee, 


MILES ENERGIZED 1 
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MILES ENERGIZED 1 
CONSUMERS CONNECT 
KWH PURCHASED 194 


OPERATING, AND FINANCIAL STATISTICS FOR REA-FINANCED SYSTEMS: 


OHIO = 83 
FIRELARDS 
ELECTRIC COOP. INC. 
WEW LONDON 


OHIO = 85 
UNITED 
RURAL ELECTRIC 
KENTON 
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CARROLL 
ELECTRIC COOP. INC. 
CARROLLTON 
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1. Includes resale to other REA—financed systems of 26,280 KWH of wholesale energy for $349-71- 
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See alphabetic footnotes at end of tables 
1. Includes resale to other REA-financed systems of 590,290 AwWH of wholesale energy for $7,588.64. 
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LITTLEFIELD 


44800000 
44800000 


(29865407 


AhuuW BwUsLan 
AnDnnos 
o00b%¢ 
ecooo 


Be 
OUNM FD DOONONNUY WNANNNOABOS 
dbidbd B® ddI Y LoaaWHOODOO 
OPFUW FP ANHPUN@OHOH woowomnryco000 


tse] 
wWHNNNHN YD YO NUOEO 
NYNOUNnH @ JHNPaWAIDS 
OPWUW & OWOADWAN’YO 


PowW 


TEXAS = 64 
DEEP EAST TEXAS 
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RUSK COUNTY 
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CONSUMERS PER 
REVENUE PER MILE 1 
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COST OF POWER 

OPERATING PAYROLL 
GENERAL EXPENSES 
INSURANCE TAXES AND MISC 
NET NON OPERATING REVENUE 
NET REVENUE BEFORE DEPREC 
INTEREST DUE AND PAYABLE 
INTEREST ACCUMULATED NOT DUE 
NET INCOME BEFORE DEPREC 
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es a Te 


Ss 
DISTRIBUTION SYSTEMS 
GENERATING & TRANSMISSION 
WIRING PLUMBING OTHER 


FUNDS ADVANCED 12 31 43 
TOTAL ALL PURP SES 94 

ALLOTMENT ESTIMATES 12 354 435 
MILES OF DISTRIBUTION LINE 
CONSUMERS TO BE CONNECTED 

QPERATING DATA 

_/ AVERAGE AGE MONTHS 12 
MILES ENERGIZED 12 
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1. Includes resale to other REA-financed systems of 1,716,000 KWH of wholesale energy for $14,800.46 
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CAP ROCK ELECTRIC 
COOPERATIVE, INC, 
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ELECTRIC COOP. INC. 
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TEXAS = HI7 -(P & J) 
FARMERS ELECTRIC 
GENERATING COOP. INC. 

GILMER 
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NEW ERA 
ELECTRIC COOP. INC. 
ATHENS 
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TEXAS = 119 () 
KIMBLE 

ELECTRIC COOP, 
JUNCTION 


TEXAS = (20 (FA) 
TEXAS POWER RESERVE 
ELEC. COOP. INC. 
COMANCHE 
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TEXAS - 126 (R) TEXAS - 127 (R? TEXAS = 128 (R) 
GLADEWATER ELECTRIC UPSHUR ELECTRIC FARMERS ELECTRIC 
REFRIGERATION COOP. INC.| REFRIGERATION COOP. INC.JREFRIGERATION COOP. INC. 
GLADEWATER, TEXAS GILMER, TEXAS EMORY, TEXAS 
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TAYLOR REFRIGERATION 
COOPERATIVE, INC. 
MERKEL, TEXAS 


TEXAS = 131 (R) 
CAP ROCK REFRIGERATION 
COOPERATIVE, INC. 
STANTON, TEXAS 


25000.00 2500000 2200000 2500000 2500000 
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UTAH - 6 
GARKANE POWER 
ASSOCIATION, INC. 
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VERMONT ~ 7 
VERMONT 


ELECTRIC COOP. INC. 


JOHNSON. 
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MOON LAKE 
ELECTRIC ASSN. INC. 

MT. EMMONS 
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WASHINGTON 
ELECTRIC COOP. INC. 
EAST MONTPELIER 
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UTAH = 9 


BEAVER VALLEY ELECTRIC 


ASSOC 1 ATION 
BEAVER CITY 
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VERMONT = 10 
HALIFAX ELECTRIC 
COOPERATIVE, INC. 

BRATTLEBORO 
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ALEC THeNTS yar fa ae Die § ae 
OTAL ALL AS 


DISTRIBUTION SYSTEMS 
GENERATING & TRANSMISSION 
WIRING PLUMBING OTHER 


TOTAL ALL PURP Res 4 
MILES OF DISTRIBUTION LINE 
-, CONSUMERS TO BE CONNECTED 
OPERATING DATA __ 
AVERAGE AGE MONTHS 12 
MILES ENERGIZED 12 3 
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CONSUMERS CONNEC 
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KWH GENERATED 1 
KWH BILLED 1 
KWH PER RESDL CONSUMER 
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CONSUMERS PER MILE 12 
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REVENUE PER MILE 1 
REVENUE PER MILE 1 
REVENUE PER MILE 1 


COST OF POWER 
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1. Includes sale to other REA-financed systems of 188,613 KWH of 


INTEREST ACCUMULATED NOT DUE 


ALL PAYMENTS TO GOVT 12 31.43 
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NORTHERN NECK 
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WARSAW 
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SHENANDOAH VALLEY 
ELECTRIC COOPERATIVE 
DAYTON 
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CENTRAL VIRGINIA 
ELECTRIC COOP, 

LOVINGSTON 


5880.00 
7000.00 


76 
75 

888000 
74156916 


689.00 


Qake NWA Wd 


PEDO 
COPHM ONWUAWWONDWA COMMNHDNDASKO OCNMAD-3 


Hanh WiodwolbdblborFd® BDoOKNIDADDOO Sd0000 
SONNY OP FPRAIOIAND WANWADDOSCOSD DOC000 


QS2awoo WOwnann NODWU 
NN0CO OCOWUNDURFPNWUDADA 
PROD NAOCONSAAIKF@OOO HR 


OFPUOMH KF FU 


generated energy for $2,546.28 


He 


ms 


Q 


VIRGINIA = 18 (4) 
TIDE WATER ELECTRIC 
SERVICE CO. 
WEST POINT 


19288644 


» 
0 
& 

loko) 

oo 


S600 


Aaun CHUonra 
WWNIMNADSCOCO VCOD000O 


UR OGUADOOCO -COPF NOHO w 
dburnwowooooe 


non 
» 
® 
a 


52668258 


4433.46 


VIRGINIA = 30 
By AswRax Ce 
ELECTRIC COOP. 
MILLBORO — 
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VIRGINIA 


ELECTRIC COOPERATIVE. 
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MECKLENBURG 
ELECTRIC COOPERATIVE 

CHASE CITY 
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SOUTHSIDE 
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CREWE 
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VIRGINIA = 34 
POWELL VALLEY 
ELECTRIC COOPERATIVE 

JONESVILLE 
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OPERATING PAYROLL 
GENERAL EXPENSES 
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NET REVENUE BEFORE DEPREC _ 

INTEREST DUE AND PAYABLE 
INTEREST ACCUMULATED NOT DUE 
NET INCOME BEFORE DEPREC 
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JUMP RIVER 
ELECTRIC COOP. INC. 
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WISCONSIN = 63 (J) 
BAYFIELD 
ELECTRIC COOP. INC. 
IRON RIVER 
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WAUSHARA COUNTY 

ELECTRIC COOP. INC. 
WAUTOMA 
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WASHINGTON ISLAND 
ELECTRIC COOP. INC. 
WASHINGTON | SLAND 


WISCONSIN = 58 
PRICE ELECTRIC 
COOPERATIVE, INC. 
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DAIRYLAND POWER 
COOPERATIVE 
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WYOMING - 3 
RIVERTON VALLEY 
ELECTRIC ASSN. INC. 
RIVERTON 


WYOMING - 9 
BRIDGER VALLEY 
ELEC, ASSN. INC. 
MOUNTAIN VIEW 
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WHEATLAND 
RURAL ELEC. ASSN. 
WHEATLAND 
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WYRULEC 
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LINGLE 
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BIG HORN RURAL 
ELECTRIC COMPANY 
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WYOMING - 13 
WASHAKIE RURAL 
ELECTRIC COMPANY 
WORLAND 


WYOMING = II 
LOWER VALLEY POWER 
& LIGHT, INC. 

FREEDOM * 


14 WYOMING = 16 (J) 
HOT SPRINGS CO. RURAL 
ELECTRIC ASSN. INC. 


THERMOPOLIS 


WYOMING = 12 
GARLAND LIGHT 
& POWER CO. 
POWELL 


WYOMING = 
4 RURAL 
ELECTRIC COMPANY 
PINE BLUFFS 
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GENERATING & TRANSMISSION 
WIRING dat EAA OTHER 
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TOTAL ALL PURPOSES 
ALLOTMENT ESTIMATES 12 31 43 
MILES OF DISTRIBUTION LINE 
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OPERATING DATA 
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MILES ENERGIZED 12 3 
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_ KWH GENERATED 1943 
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OPERATING PAYROLL 
GENERAL EXPENSES 
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INTEREST DUE AND PAYABLE 
INTEREST ACCUMULATED NOT DUE 
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: EREST PAID CUMULATIVE  _ 
“PRINCIPAL DUE CUMULATIVE 
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00000 
00.00 


009 
966000 


POL 
ao fWOOH 
non WROUW 

wn © O0OMuMN 


OAInIW BROooOmaUM NR YN COOOOSO 


0 
6 
4300000 
432465.79 


>. 


"106400 
154600 


2 


POUDIAOSW 


PP 
wo 
Ww 
a 
fo} 
° 


ro) 
° 


1 
BS 
1 
12 
24230000 


o 056 


~182584.00 


on NNDVE 


a) 
anon 
oo 


DONONPPPPEPPP 
PUNDPOUDIAM AU 


ty) DIKUUWWAOCOO W OR RWO ROO © o0o0°0 
fo BbwOnADROOOOO OFCO5O00 00 t 0500 
lu ALRONNBOOCOOCO C0000 00 A C0090 
I WdDONNDNOAUAF OCONOCOWND O 


QR KbbODUEOODD 000000 
iN M@AOAIMOODSCDSG OOCCOCSO 


FN 
| al 
° 


i 
| 


re 


UBAL FH UM ANE 


AKkUNPOOBIAN 
» 


VUUU UU UU UD DDO 
BO DOAK 


browes 


aRAIYD © HW HOAs 
Wad b 


| 
| 
| 
1 
1 


AAOY YVOUOCWUSATARP WO PRP WHA W OAWMS 


HdoOP bhRboabOlo bl Sh dd 
AADY AKHORPNVOSAUVY WW DR OO O SOO 


BDoOaS OPV ATNSAOARUYV 


SCOMem © mM& JoNow RRP 
TUPA S2PORWAIMOF & 


YUOOD JY OM HNDAUD 
DHNOCO BUSCHRPSAIOND 
OQOPU DOF @OOMNORPUWA FRR 
ONNH OBUOSAMMRS 

COMM bhdbNnNoroh 

YDNAA NY OW TNUDWO 
WONT J ASL GH@ADO He 
COMM A OCOD POSWR WMO 
boo & &©h HAW Wod!) 
NALD W JO OF UNM DON 
QRA®D WNOANMAORMY 


S2OOk WRRUAGOWSAM 
NNOOD © OX DAOD 


au 
Onna - BD 
Daioo BF DL 
AUDOD WW FR 
PREE 


aD 


See alphabetic footnotes at end of tables 


E 
DISTRIBUTION SYSTEMS 
GENERATING & TRANSMISSION 
ttl le pitt fhe OTHER 


aoe 
ALLOTMENT pe oes d.6-o1 43 
LES 0 RIBUTION LINE 
CONSUMERS. TO BE CONNECTED 
OPERAT 
GE_AGE MONTHS 
MILES ENERGIZED 12 
MILES ENERGIZED 12 
MILES ENERGIZED 12 
CONSUMERS pp ee: 
KWH PURCHASED 
KWH GENERATED 
KWH BILLED 
KWH PER RESDL 
KWH PER RESDL 
KWH PER RESDL 
CONSUMERS PER 
CONSUMERS PER 
CONSUMERS PER 
REVENUE PER MILE 1 
REVENUE PER MILE 1 
REVENUE PER MILE 1 
REVENUE AND EXPENS 
BRATING REVENU: 
COST OF POWER 
OPERATING PAYROLL 
GENERAL EXPENSES 
INSURANCE TAXES AND MISC 
NET NON OPERATING REVENUE. 
NET REVENUE BEFORE DEPREC 
INTEREST DUE AND PAYABLE 
INTEREST ACCUMULATED NOT DUE 
NET INCOME BEFORE DEPREC 
40ALL PAYMENTS TO GOVT 12 31 43 
41 S LATIV 
C22 INTEREST (PARD CUMULATIVE. <2 _ 
43 PRINCIPAL DUE CUMULATIVE 
44 PRINCIPAL PAID CUMULATIVE 


ALL THENTS i2 ah 43 
OTAL A U SES 

DISTRIBUTION SYSTEMS 
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WIRING PLUMBING OTHER 

DS _ ADVANCED 12 43 

A SE 

ALLOTMENT ESTIMATES 12 31 43 

MILES OF DISTRIBUTION LINE 

CONSUMERS TO BE CONNECTED 
OPERATING DATA 
__AVERAGE AGE MONTHS 12 31 43 
MILES ENERGIZED 12 31 39 
MILES ENERGIZED 12 31 4 
MILES ENERGIZED 12 31 4 
CONSUMERS CONNECTED 1 
KWH PURCHASED 1943 
KHH GENERATED 1943 _ 
KWH BILLED 1943 
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WYOMING = 17 (x) 
STONEWALL ELECTRIC 
COMPANY 
TRINIDAD 


ALASKA = 2 
MATANUSKA ELECTRIC 
ASSOCIATION, INC. 

PALMER 
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CARBON POWER & LIGHT 


INCORPORATED 
SARATOGA 
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KODIAK ELECTRIC 

ASSOCIATION, INC. 
KODIAK 
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WYOMING ~ 23 (J) 
SHOSHONE RIVER 
POWER, INCORPORATED 
CODY 
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VIRGIN ISLANDS = | 
ITEM THE VIRGIN ISLANDS Co, 
CHRISTI ANSTED 
ST. CROIX 
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; MILES ENERGIZED 12 31 41 $ 3.005 
MILES ENERGIZED 12 31 43 5200 
CONSUMERS ae Ae Hire a BE Be 43100 
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KWH BILLED 1943 

KWH PER RESDL CONSUMER 12 
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KWH PER RESDL CONSUMER 16.00 
CONSUMERS PER MILE 12 
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FOOTNOTES 


DATA NOT AVAILABLE. 


- ESTIMATE BASED ON DATA AVAILABLE. 


‘SYSTEM NOT IN OPERATION DURING ENTIRE PERIOD. 


- INCLUDES REVENUE IN ‘RESERVE FOR AMORTIZATION OF LONG TERM DEBT. 


Oe oe Se. 
' 


- OPERATING REPORTS, PARTICULARLY THOSE ‘SUBMITTED BY SYSTEMS PURCHASING POWER FRO TVA DO NOT 
PROVIDE FOR THIS TYPE OF BREAKDOWN, THEREFORE THESE ITEMS HAVE BEEN INCLUDED IN TOTAL UNDER 
‘GENERAL EXPENSES. 


NO DISTRIBUTION LINE ‘CONSTRUCTION INVOLVED. 


COST OF POWER INCLUDES ‘AMOUNTS FOR PURCHASED POWER AND PRIME PRODUCTION COSTS OF GENERATED 
ENERGY; OVERHEAD EXPENSES FOR GENERATION HAVE BEEN DISTRIBUTED TO OTHER EXPENSE CLASSES. 


JOINTLY FINANCED ‘SYSTEH, DATA 'SHOWN ARE FOR THE PORTION OF THE SYSTEW FINANCED BY REA BASED 
ON THE RELATION OF REA LOANS OUTSTANDING TO THE TOTAL LOANS INVOLVED. 


‘SYSTEM NOT IN OPERATION. 
‘SYSTEM NOT ‘REQUIRED TO ‘SUBHIT DETAILED REPORTS ON OPERATIONS. 


LOAN REPAID - NOT REQUIRED TO REPORT. ieee 


- REPRESENTS COMBINATION OF MISSISSIPPI 45 Al, B2 ‘AND D1 PURCHASING POWER FROM THE HI'SSISS- 
' IPPI POWER COMPANY, WITH MISSISSIPPI 45C PURCHASING POWER FROM THE TVA. 


LINES OF 'S.C. 9 WERE TRANSFERRED BY JANUARY 7, 1941 TO EIGHTEEN 'SO. CAROLINA COOPERATIVES. 


‘REFRIGERATION LOANS ONLY. 


BRACKETS ‘AROUND ‘ANY ITEWS INDICATE 'A RED FIGURE. 
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